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is the air admission, B a barrel, D discharge of condensed water, E
exhauster, EF the suction foot, EH the discharge head, F the filter,
G a pulverizer, H the suction hose, K discharge from exhauster, M
muffler, and V steam valve.

Fig. 85  illustrates  a differential block,  Fig.  86 the box patent
hoist.    The principal feature of the latter is the use of a right-hand

FIG. 88.   JACK.
and left-hand screw on one shaft, working on two separate wheels,
instead of two separate right-hand screws working- or driving the
rim of one lift wheel.
A hoisting" installation is shown in Fig. 87.
Finally we have to mention the hydraulic jacks. Fig. 88 shows a
type made by the Schutte and Koerting Co., Philadelphia.